USDA 



Urited States Department pf Agriculture 
Anir'rial and Plant Haaklli Inspection Servkia in^ id 

Inspection Report 


BCLLWETHEF FARM, ING 


66 PROSPECT STREET 
EAST WOODSTOCK, CT 06S44 


Customer ip- 42766 


Certificate: 16-H-005tl 
Site- flfi1 


(b)(2)High, (b)(7)f 


Type; ROLTIINE JNSPEGTION 
Date’ Ai>g-£S-2006 


There were no ngn-gemplianl items identified durirg tfie inep^ctirtn. Regietra.nl we^ in pr^npliance with AWA 
Raguiallons and Slandprds at the hma of tha Inspactlon. 
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Unite<J Stateis Depanment of Agficuttune 
Anirnsl and Planl Heatih InapsCliDn SarvicB SOiS^) insp id 

Inspection Report 


BELLWETHER FARM, INC 


66 PROSPECT STREET 

EAST WOODSTOCK. CT 06^44 


CuslomerlD: 42766 
CenificBle: 16-H-0050 
Sile; 002 


p(^igh, (b)(7)f 


Type; ROLTriNE INSPECTION 
Pale; Jpl-15-£6t>& 


2,33 ft>> (2> 

ATTEMDIHO VETERINARIAN AND ADEQUATE VETEHINAflV CARE. 

£.33 (bj (£) - 'Each research facility shall establish ancf mflirtain pj-ograms pf adegjale veterinary care ibai include: 
(2) The use aF appropriate iiialhDdS ta pr^vOnl, CPnIrDi, diagnr^sa, and IrOal disBaSa^ and injudas." 

1. Smv #1 -t} was noted to have lortg liatTvee pn both Irani Feet. The Ir^ee nn the Irgnl leel were spreading apart and 
ihe lip cF the hcx5f ol aach of Ihe toes were starting to curve In lowardfe each olher. 

Regular liimmmg oF hooves Importanl to prevent overgrowth and ensure an*mal comtort. Faoilrty needs tc» address 
the condition of the Sow's hooves. Correct by 7r'16;t>6. 

£. Sow If 1 -3 was noted bv the APHIS inspector to be lame m the left Front leg a! the time oF ihe inspecticm The Sow 
was limping, rrjl tearing Full weight on Ihe leg, end Ihere was a deep hgrizontal pratgk noted in the laleral aspecl of 
the hooF oF the lateral loe apprujornaloly 2: inches From the coronary band. The lamaness condllion observed In the 
Sow hoK) nol been recognirad by Facility personnel. 

A research facIFfly must provide adetiuatie veterinary care to the animals al the facilily so ihal any problems with 
animal health oan bo appropriatoly addr^sed. F^ility nOiads EO address Hie lamenosa riatad in Ihis Sow. Corrodl by 
7Via.'0S. 


2. Gin #1-3 was noted by tho APHIS- Inspector to b« drawing hsr hlr^ end and having difficulty gaiting up From a 
sitting position, The Gill walked around the pen once she wag able to stand Personnel aiated lhaJ this behavtor had 
been observed m the Gilt m the past. There was no dr^umenlatian available for review that the condition had been 
assessed and was being appropriately addressed by Ihe facility. 

A research facility must provide adecpjate veterinary care to the ammais al the lacllity so lhal any problems with 
animal health can be approprigrtely addressed. Facility needs to stddress the condition rvoled in ihis Gilt. Correct by 
TViatis. 


(b)(2)High, (b)(7)f 


4. Review ui the daily logs in the 
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a. ThB daily Id^ had an entry on 4/1&10B Iful Sow #1-3 was "lama on IrDnt leg". Ttiara waa no dDOuntenbatian 
available for review that lf»e condition noted was appropriately diagnosed or treated, 

b. The daily log had an entry on 7/1 Ifral Sow #1-3 was "not eating'' and tbe^|vas conlacled. According to 
oooesponcienoe, the^Jnsiructed per^onrel to administer a lairative and antacid to the Sow and to contact the 
de^rgnaled vetonnarian. There was ru- documenlaliDn available tor review that the rnedlic^lons wore adminlatayad to 
the Sow or that Itie veterjnarian was consulted. 

A researcb faciky sbtxjid maimtarn a program of veterinary care that includes Ifw use of appropriate melfwds to 
diagnpsa Bnd Irani pnimal beal|h iissMes, Tfia facility needs fri addra^ thaae itama to provida for |he hanlfh pnrj! wall 
being ol the animals. Gorrad by 7/1&106. 
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